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ECIFICATION CONTROL DRAWING 


RELEASF[) 


PZA 


0.35 (REF) 


D2461—0050 NEOPRENE 'D' SEAL 


LENGTH 


EG: 87.5 LONG: D2461—0875 
10 LONG: D2461—0100 


POSSIBLE SUPPLIERS: 
TRIM=LOK X—1 09—HT 
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